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31 March 1959 


SUBJlvOT : »C« Configuration Termination Inventory 

TCt Contracting Officer 


Reference ia made to a 
16 March 1959, subject same 

to I ‘ I 


letter from Perkin-Slmer dated 
As above, a copy of Which was sent 


Subject letter requested that certain listed ^ams on the 
t»c n Termination Inventor be transferred as ^ 

Equipment to Contract SC-56-42. We agree that this transfer 
would bo of benefit to the Government . 


Request you take necessary action to effect the transfer of 
the following equipment to Centra ct SC-56-42: 


Item 


Quantity 


Safe with shelves 
120 Oscilloscope 
200 CD Audio Oscillator 
400 D TTVM 

Photoelectric "Tachometer 

12" Battery 

6-12 n Trickle Changer 

W-3 Neumade Gear Rewinds 

Rewinds 

Light table 
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